REGISTER OF 

CLASSIFICATION DECISIONS 


Date of entry in Register: 

Name of applicant/court: 
Applicant to the Labelling Body: 
Title of Publication: 

Other Known Title(s): 
Director(s): 

Producer(s): 

Publisher: 

Author(s): 

Format: 

Country of Origin: 

Language (s): 


13 November 2003 

The Film and Video Labelling Body Inc. 

Gamewizz/Manga Entertainment 2003 

Crystal Voyager 

Not Stated 

David Elfick 

David Elfick 

Not Applicable 

Not Applicable 

DVD 

Australia 

English 


Components of film originally examined: 


Menu: 

Play Movie 

Special Features 

Scene Selection 

Audio Setup 

Umbrella Propaganda 


Feature: 

Crystal Voyager 

Running Time: 

Other Timed 

Components: 

Gliding With George 

David Elfick Interview 

Captain Goodvibes Hot To Trot 

Picture Gallery 

Puberty Blues 

Pink Floyd And The Syd Barrett Story 

Blue Juice 

Running Time: 

Other 

Components: 

Copyright Warning Notice 

Umbrella Entertainment Notice 
Biographies 



Total Running Time: 


... Please turn over 


75.31 


11.38 

9.01 

5.41 

1.10 

2.10 

3.31 

2.00 


110.42 


tmp66FB 




Excision/Alteration: 


No Excisions Recommended. 


Reason(s) for Excision: 

Not Applicable. 

Classification Decision: 

Unrestricted: Parental guidance recommended for younger viewers. 

Display Conditions: 

Not Applicable. 

Descriptive Note: 

No note. 


Direction to issue a label has been given on: 12 November 2003 


SUMMARY OF THE REASONS FOR DECISION: 
Not Applicable. 


OFLCNo: 301774 
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